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Governor - attached please find NC WARN's open letter to Duke Energy CEO Lynn Good regarding the continuation of 
building unneeded and costly natural gas plants. The NC CLEAN PATH 2025 demonstrates the clear advantages to a 
combination of solar and batteries. We hope you can take a leadership role in this transition. 
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